DON Precision FOCUSING Lens MOUNT 
for your ARGUS camera 


You can now focus, your ARGUS exactly for all 
distances, from tafoiny down to 4°11. by tm 
f convenient screw ting sited to oir ens barrel. 


Tocusing "mount you need 


P. DONCASTER 
32.55 Steinway St., Long Islan 


